PLATE   XXXVIII    EARLY  MICROSCOPES

Leeuwenhoek's microscope.     The  object to  be  examined, mounted on

holder A, may be moved in two directions  by screw adjustments so as

to bring it within focus of the small lens B, which is firmly fixed between

two perforated brass plates (page 189)

Robert Hooke's microscope, from his Micrographia, 1665.    The objective
is a tiny double convex lens of short focus, mounted in a cell close to a pin-
^rfg^   /y^e!rfield mlght bVecured by a plano-convex lens
the tube at fixed distance from the eye.    Hooke often dispensed
with this (page 190)